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GENERAL    DIRECTIONS 
Be   Prompt 

All  members  of  the  party  are  required  to  report 
promptly  at  the  appointed  time  and  place.  Instructors 
will  call  the  roll  at  each  place  visited  and  any  student 
absent  from  roll  call  will  not  be  permitted  to  join 
the  party  until  the  time  for  the  next  event  on  the 
itinerary.  Absence  from  roll  call  is  sufficient  justifi- 
cation for  the  dismissal  of  the  student  from  the  party, 
and  for  reporting  him  to  the  proper  authorities  at 
the  University. 

Hotel  arrangements  for  the  party  will  be  made 
in  advance.  Upon  the  written  request  of  their  parents 
or  guardians,  students  may  be  permitted  to  make 
other  arrangements  for  lodging,  when  such  request 
seems  reasonable  to  the  instructor  in  charge.  Report 
of  all  such  changes  in  lodging  will  be  made  by  the 
instructors  in  charge  at  the  close  of  the  trip. 

Be  Courteous 

Permission  to  visit  the  several  places  listed  in 
the  itinerary  is  a  courtesy  extended  to  the  University 
which  involves  some  expense  and  trouble  to  the 
management  of  these  companies.  Members  of  the 
party  should  be  appreciative  of  this  fact  and  conduct 
themselves  properly  as  representatives  of  the 
University.  It  is  particularly  desirable  that  every- 
one refrain  frcm  smoking  within  the  confines  of  the 
plants  visited  and  that  all  observe  fully  posted 
regulations. 


Any  student  who  fails  to  conduct  himself  proper- 
ly during  an  inspection  trip  will  be  reported  to  the 
University  Committee  on  Discipline. 

Since  the  University  can  have  no  proper  control 
over  others  than  those  in  regular  attendance  during 
these  trips,  friends  of  students  will  not  be  allowed  to 
accompany  the  party  except  by  permission  previously 
obtained  from  the  instructor  in  charge.  This 
privilege  will  be  extended  only  in  rare  instances  and 
when  the  reasons  for  the  request  seem  fully 
sufficient. 

Be  Careful 
While  members  of  the  faculty  who  are  in  imme- 
diate charge  of  these  trips  will  make  every  effort 
to  provide  for  the  comfort  and  safety  of  the  students 
in  the  party,  there  is  of  course  seme  slight  element 
of  personal  danger  on  railway  trains,  street  cars, 
and  in  plants  visited.  Neither  the  owners  of  the 
plants  visited,  the  University,  nor  members  of  the 
faculty  can  assume  any  responsibility  for  accidents 
which  may  occur  to  students  during  the  trip.  Proper 
care  and  deportment  at  all  times  will  greatly  reduce 
the  possibility  of  accidents. 

Be    Observing 

Inspection  trips  are  required  because  it  is  be- 
lieved that  the  educational  advantages  resulting  from 
the  inspection  of  large  industrial  enterprises  fully 
justifies  the  time  and  expense  involved.  To  realize 
this  ideal,  however,  students  must  use  every  endeavor 
to  secure  a  correct  impression  of  the  places  visited, 
an  appreciation  of  the  general  nature  of  the  plant 
inspected,  and  of  its  product,  rather  than  of  minor 
details. 

Each  student  will  be  required  to  submit  an 
acceptable    report    of    the    trip    to    the    head    of    his 


department,  or  to  pass  an  examination  to  determine 
the  extent  and  accuracy  of  the  information  secured, 
on  or  before  December  1,  1919. 

Railroad    and    Hotel   Service 

Regular  train  leaves  Champaign  for  Chicago  at 
3:10  a.  m.,  Monday,  November  17  from  the  I.  C. 
station.    No  special  railroad  rates  have  been  granted. 

The  Chicago  headquarters  during  the  trip  will 
be  at  the  Fort  Dearborn  Hotel,  corner  of  Van  Buren 
and  La  Salle  streets.  Special  rates  have  been  made 
as  follows: 

Room  without  bath,  two  persons  to  the  room, 
$3.50  per  room.  Room  with  bath,  two  persons  to  the 
room,  $4.00  per  room. 

The  Milwaukee  headquarters  will  be  at  the  Hotel 
Miller,  3d  Avenue  near  Grand.  The  rates  will  be 
$1.00  to  $3.00  per  day  per  person. 

Trains  returning  to  Champaign  leave  12th 
Street  Station  at  4:50  p.  m.,  6:15  p.  m.,  and  8:15 
p.  m.  Wednesday. 


ARCHITECTURE 
Monday,  November  17 

8:00  a.  m.  Assemble  at  the  Fort  Dearborn  Hotel 
for  instructions. 

8:30  a.  m.  Arrive  at  the  Field  Museum  of  Natural 
History,  near  Illinois  Central  Station  at  12th 
street. 

10:30  a.  m.  Arrive  at  the  new  Butler  Brothers' 
Building,  Canal  and  Washington  Streets. 

1.00  p.  m.  Assemble  inside  the  main  entrance  of  the 
Conway  Building,  111  West  Washington 
Street. 

2 :  00  p.  m.     Arrive  at  the  plant  of  the  Northwestern 
Terra  Cotta  Company,  2525  Clybourn  Avenue. 

Tuesday,  November  18 

8:00  a.  m.  Assemble  at  the  Fort  Dearborn  Hotel 
for  instructions. 

8:15  a.  m.  Arrive  at  the  site  of  the  new  John 
Crerar  Library,  Northwest  corner  Michigan 
Boulevard  and  Randolph  street. 

10:30  a.  m.  Arrive  at  The  Chicago  &  Northwestern 
Terminal  Building,  Canal  and  Madison 
Streets.  Assemble  in  the  main  vestibule  at 
street  level. 

1:00  p.  m.     Assemble  at  the  north  entrance  of  the 
City  Building. 

1:30  p.  m.  Arrive  at  the  site  of  the  new  Drake 
Hotel,  Lake  Shore  Drive  and  Walton  Place. 

3:00  p.  m.  Arrive  at  the  Underwriters  Laboratories, 
207  East  Ohio  Street. 


Wednesday,   November   19 

8:00  a.   m.  Assemble   at  the  Fort  Dearborn  Hotel 
for  instructions. 

8:30    a.    m.       Arrive     at     The     National     X-Ray 
Reflector   Company,   235   West  West   Jackson 
Boulevard. 

10:30  a.  m.  Arrive  at  the  plant  of  the  Wolff 
Manufacturing  Company,  244  North  Hoyne 
Avenue. 

12:00   m.     Lunch    by    invitation    of    Wolff    Manu- 
facturing Company. 
1:30   p.   m.        Assemble   at   the   Building   Material 
Exhibit,    second    floor,     Insurance    Exchange 
Building. 


ARCHITECTURAL    ENGINEERING 

Monday,   November  17 

8:00  a.  m.  Assemble  at  the  Fort  Dearborn  Hotel 
for  instructions. 

8:30  a.  m.  Arrive  at  the  site  of  the  new  Union 
Station,  Clinton  Street  between  Adams  and 
Madison   Streets. 

10:30  a.  m.  Arrive  at  the  new  Butler  Brothers' 
Building,  Canal  and  Washington  Streets. 

1:00  p.  m.  Assemble  inside  the  main  entrance  of  the 
Conway  Building,  111  West  Washington  Street. 

2 :  00  p.  m.  Arrive  at  the  plant  of  the  Northwestern 
Terra  Cotta  Company,  2525  Clybourn  Avenue. 

Tuesday,  November  18 

8:00  a.  m.  Assemble  at  the  Fort  Dearborn  Hotel 
for  instructions. 

8:15  a.  m.  Arrive  at  the  site  of  the  new  John 
Crerar  Library,  Northwest  corner  Michigan 
Boulevard  and  Randolph  Street. 

10:30  a.  m.  Arrive  at  the  site  of  the  new 
Blackhawk  Hotel,  177-183  West  Madison 
Street. 

1:00  p.  m.  Assemble  at  the  North  entrance  to  the 
City  Building. 

1h30  p.  m.  Arrive  at  the  site  of  the  new  Drake 
Hotel,  Lake  Shore  Drive  and  Walton  Place. 

3:00  p.  m.  Arrive  at  the  Underwriters  Laboratories, 
207  East  Ohio  Street. 


Wednesday,   November  19 

8:00  a.  m.  Assemble  at  the  Fort  Dearborn  Hotel 
for  instructions. 

9:00  a.  m.  Arrive  at  the  Lassig  Plant  of  the 
American  Bridge  Company,  2601  Clybourn 
Avenue. 

1:30  p.  m.     Assemble     at     the     Building     Material 
Exhibit,      second     flocr,   Insurance    Exchange 
Building. 


CERAMIC    ENGINEERING 

Monday,  November  17 

7:30  a.  m.  Assemble  at  Majestic  Hotel,  11th  and 
Pine  Streets,  headquarters  in  St.  Louis. 

8:00  a.  m.  Arrive  at  the  office  and  salesrooms  of  the 
Hydralic  Press  Brick  Company,  7th  and  Olive 
Streets. 

8:45  a.  m.  Arrive  Hydralic  Press  Brick  Company's 
plants,   Manchester  Avenue   and  Kingshighway 

12 :  00  Noon.     Lunch. 

1:00  p.  m.  Walk  to  St.  Louis  Terra  Cotta 
Company,  5801 — 5815  Manchester  Avenue. 

2:30  p.  m.  Take  car  to  Evens  and  Howard  Fire 
Brick  Company,  Plant  No.  3. 


Tuesday,  November  18 
7:00  a.  m.     Assemble  at  Majestic  Hotel. 

8:00  a.  m.  Arrive  at  Parker  Russell  Mining  and 
Mfg.  Company,  3300  Morganford  Road. 

10:00  a.  m.  Arrive  at  Mound  City  Roofing  Tile 
Company,  3301  Morganford  Road. 

11:45  a.  m.     Lunch. 

1:00  p.  m.  Arrive  at  Christy  plant  of  LaClede 
Christy  Clay  Products  Company,  Kingshigh- 
way and  Devonshire. 

3:00  p.  m.  Arrive  at  LaClede  Christy  Clay 
Products  Company's  plant,  Manchester  and 
Sulphur  Avenues. 
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Wednesday,    November   19 
7:00  a.  m.     Assemble  at  Majestic  Hotel. 

8:00   a.    m.     Arrive   at   Mississippi   Glass    Company, 

4070  North  Main  Street. 
10:00  a.   m.     Arrive  at  Walsh   Firp:  Clay  Products 

Company,     Wabash     Railroad     and      Douglas 

Street. 
11:45  a.  m.     Lunch. 
12:28  p.  m.     Take  car  to  Granite  City,  Illinois. 

1:02  p.  m.     Arrive  Granite  City,  proceed  to  plant  of 
National  Enameling  and  Stamping   Company. 

3:02  p.  m.     Take  car  to  Alton,  Illinois. 
3:54  p.  m.     Arrive  at  Alton,  visit  plant  of  Illinois 
Glass  Company. 
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CIVIL   ENGINEERING 

Monday,    November   17 

8:00  a.  m.  Assemble  in  lobby  of  Fort  Dearborn 
Hotel  for  roll  call  and  general  instructions. 

9:00  a.  m.  Arrive  at  Lassig  plant  of  American 
Bridge   Company,   2601   Clybourn  Avenue. 

1:30  a.  m.  Visit  Building  Material  Exhibit,  Insur- 
ance Exchange  Building,  Jackson  Boulevard, 
Wells,  and  Sherman  Streets. 

Tuesday,  November  18 

8:00  a.  m.  Assemble  in  lobby  of  Fort  Dearborn 
Hotel  for  roll  call  and  general  instuctions. 

8:15  a.  m.  Visit  several  places  of  building  con- 
struction in  the  Loop. 

12:30  p.  m.  Leave  LaSalle  Street  Station  on  the 
Rock  Island  Railroad  for  Auburn  Park,  78th 
Street  to  inspect  Track  Elevation. 


Wednesday,   November  19 

8:00  a.  m.  Assemble  in  lobby  of  Fort  Dearborn 
Hotel  for  roll  call  and  general  instructions. 

8:30  a.  m.  Take  City  Launch  at  South  End  of  State 
Street  Bridge  for  trip  on  north  branch  of 
Chicago  River  to  inspect  Movable  Bridges. 

1:30  a.  m.  Take  City  Launch  at  South  end  of  State 
Street  Bridge  for  trip  on  south  branch  of  the 
Chicago  River  to  inspect  garbage  reduction 
Plant  and  Removable  Bridges. 
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ELECTRICAL   ENGINEERING 
Monday,    November   17 

5:20  a.  m.  Leave  Champaign  by  Illinois  Central 
Railroad.     (Send  grips  by  express.) 

8 :  45  a.  m.  Arrive  Chicago.  Walk  west  on  Roosevelt 
Ave.  (12th  St.)  to  Elevated  Railway..  Take 
north  bound  train,  transfer  at  Adams  street 
to  Logan  Square  train  and  change  at  California 
Ave.  to  north  bound  surface  car. 

9:30  a.  m.  Arrive  at  Northwest  Generating  Station 
of  the  Commonwealth  Edison  Co 

11:30  a.  m.  Take  south  bound  surface  car  and  change 
to  Elevated  Train  transferring  to  Garfield  Park 
cars  for  48th  street. 

12.30  p.  m.  Arrive  at  works  of  the  Western  Elec- 
tric Company,  Hawthorne. 

1:00  p.  m.    Lunch  by  invitation  of  the  Company. 

2:00  p.  m.     Inspection  of  works. 
4:45  p.  m.     Take  elevated  cars  for  Loop. 

7:00  p.  m.  Leave  Goodrich  Pier,  foot  of  Michigan 
Ave.,  by  steamer  for  Milwaukee. 

Tuesday,  November  18 

6:00  a.  m.    Arrive  Sycamore  Street,  Milwaukee. 

7:00  a.  m.    Breakfast  on  Grand  Ave. 

7:45  a.  m.    Take  street  car  for  West  Allis. 

8:30  a.  m.     Arrive     at     works     of     Allis-Chalmers 

Manufacturing  Co. 
12:00   noon.        Take   special   car   for   Substation   of 

Milwaukee     Electric     Railway     and     Light 

Company. 
12:50   p.  m.     Return    to    Allis-Chalmers    Club    for 

lunch  by  invitation  of  the  Company. 
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2:15  p.  m.     Take  special  car,  north  bound. 

3:00  p.  m.     Arrive  Westingholke  Lamp  Company. 

5:00  p.  m.    Take  cars  down  town. 

8:00  p.  m.  Take  Goodrich  Line  Steamer,  Sycamore 
Street,  for  Chicago. 

Wednesday,   November  19 

6:00  a.  m.  Arrive  Chicago.  (Send  grips  by  express, 
lot  shipment,  to  Champaign). 

8:15  a.  m.  Take  west  bound  Madison  Street  cars  at 
State  Street  for  Loomis  Street. 

8:30  a.  m.  Arrive  at  works  of  Roth  Bros.  & 
Company. 

10:00  a.  m.  Take  east  bound  cars  on  Adams  street 
for  Franklin  Street. 

10:15  a.  m.  Arrive  at  235  West  Jackson  Boulevard, 
National  X-Ray  Reflector  Company  show- 
rooms. 

11:15  a.  m.     Lunch. 

12:15  p.  m.  Leave  Dearborn  Street  Station  by  Santa 
Fe  Railroad  for  Hydraulic  Power  Station 
Switch 

1:30  p.  m.  Walk  to  Hydro  Electric  Generating 
Station  of  the  Sanitary  District. 

3:10  p.  m.    Walk  to  Joliet  car  line. 

4:00  p.  m.  Change  at  Joliet  to  special  electric  car 
for  Matteson,  Illinois. 

5:50  p.  m.  Leave  Matteson  by  Illinois  Central  Rail- 
road, south  bound. 

8:45  p.  m.    Arrive  Champaign. 
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MECHANICAL    ENGINEERING 
Monday,  November  17 

8:00  a.   m.     Assemble  at  the  Fort   Dearborn   Hotel 

for  general  instructions. 
8:15  a.  m.     Inspect  the  power  plant  of  the  Conway 

Building,    corner    of    Washington    and    Clark 

Streets. 
12:00  noon.     Leave    the    Northwestern    Station     for 

Racine,  Wisconsin. 
1:33  p.  m.     Arrive  at  Racine.     Inspect  the  plant  of 

the  Mitchell  Motors  Company,  manufactures 

of  automobiles. 
5:34    p.    m.     Leave   Racine   for   Milwaukee,   arriving 

there    at    6:15    p.    m.      Proceed    to    the    Hotel 

Miller. 

8-:  00  p.  m.  Leave  the  hotel  for  the  Commerce 
Street  Station  of  the  Milwaukee  Electric 
Railway  and  Light  Co. 


Tuesday,  November  18 

8:00  a.  m.  Leave  the  Public  Service  Building  via 
street  car  for  a  visit  to  the  plant  of  the 
Nordberg  Mfg.  Company. 

11:15  a.  m.     Leave  the  Nordberg  Mfg.   Company. 

1:00  p.  m.  Leave  the  Hotel  Miller  for  a  visit  to  the 
plant  of  the.  Pawlings  and  Harnlschfeger 
Company. 

3:30  p.  m.  Leave  the  Pawlings  and  Harnischfeger 
Company  for  the  Falk  Company. 

5:00  p.  m.     Leave  the  Falk  Company  for  down  town. 
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Wednesday,    November  19 

8:00  a.  m.  Leave  the  Public  Service  Building  to 
inspect  the  plant  of  the  Federal  Rubber 
Company,  located  at  Cudahy,  Wisconsin. 

11:15  a.  m.  Leave  Northwestern  Station  at  Cudahy 
for  Chicago. 

1:15  p.  m.     Arrive  in  Chicago. 

2:00  p.  m.  Inspect  the  Corwith  Plant  of  the  Crane 
Company. 

5:00  p.  m.     Return  down  town  and  disband. 
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MUNICIPAL  AND  SANITARY  ENGINEERING 
Monday,  November  17 

7:30  a.  m.     Assemble  at  the  Fort  Dearborn  Hotel. 
7:45  a.  m.     Take  elevated  train    in  Loop  for  Wilson 

Avenue. 
8:15  a.  m.     Leave  elevated  station  at  Wilson  Avenue 

and  proceed  to  Lakeview  Pumping  Station. 
10:15  a.  m.     Take  elevated  train  at  Wilson  Ave.  for 

Evanston  Filtration  Plant. 
11:15  a.  m.     Arrive  at  Evanston  Filtration  Plant. 
1:19   p.   m.     Leave     Central     Street,     Evanston     on 

Chicago,  North  Shore  and  Milwaukee  Electric 

Railroad    fcr    Great    Lakes    Naval    Training 

Station. 

1:57  p.  m.     Arrive  at  Great  Lakes. 
4:43  p.  m.     Leave  Great  Lakes  for  Waukegan. 
5:00  p.  m.     Arrive  Waukegan  and  proceed  to  pump- 
ing station. 

8:59  p.  m.  Leave  Waukegan  on  Northwestern 
Railway  for  Milwaukee. 

10:15  p.  m.  Arrive  at  Milwaukee  and  proceed  to  the 
Miller  Hotel. 

Tuesday,  November  18 

8:00  a.  m.  Report  at  the  City  Hall  at  the  office  of  the 
Chief  Engineer  Milwaukee  Sewerage  Commis- 
sion to  inspect  Experimental  Sewage  Testing 
Station  and  sewer  work  under  construction. 

1:00  p.  m.  Report  at  the  City  Hall  at  the  office  of 
the  City  Engineer  to  inspect  Waterworks 
Pumping  Station  and  Garbage  Reduction 
Plant. 

6:00  p.  m.  Take  Northwestern  Railroad  train  to 
Chicago. 
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Wednesday,   November  19 

8:00  a.  m.     Take  Illinois  Central  Suburban  Express 

at  Van  Buren  St.,  for  115th  Street  and  South 

Park  Avenue. 
8:45  a.  m.     Arrive  at  115th   Street  and   South  Park 

Avenue. 
10:45  a.  m.     Leave  115th  St.  and  South  Park  Ave.  on 

I.    C.    suburban    for    63rd    Street,    Woodlawn 

Station  and   take  car  for   Chicago  Municipal 

Shops. 
12:30  p.  m.     Arive  at  Chicago  Municipal  Shops. 
3 :  00  p.  m.     Arive  at  Chicago  Reduction  Plant. 
4:00    p.    m.     Arrive    at   Filtration    Plant,    Chicago 

Union  Stock  Yards. 
5:30  p.  m.     Arrive  at  39th  Street  Sewage  Pumping 

Station. 
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RAILWAY    ENGINEERING 

Monday,   November   17 

5:20  a.  m.  Leave  Champaign  by  the  Illinois  Central 
Railroad. 

8:45  a.  m.  Arrive  Chicago,  Walk  west  on  Roosevelt 
Avenue (12th  Street).  Take  north  bound  train, 
transfer  at  Adams  Street  to  Logan  Square 
train  and  change  at  California  Avenue  to  north 
bound  surface  car. 

9:30  a.  m.  Arrive  at  Northwest  Generating  Station 
of  the  Commonwealth  Edison  Co 

11:30  a.  m.     Return  to  Loop  for  lunch. 

1:00  p.  m.  Leave  Elevated  Station,  Adams  Street  and 
Wabash  Avenue,  for  Highwood  over  the  Chicago 
cago,  North  Shore  and  Milwaukee  Railroad. 

2:11  p.  m.  Arrive  at  Highwood.  Inspect  the  shops 
of  the  Chicago,  North  Shore  and  Milwaukee 
Railroad. 

3:41  p.  m.  Leave  Highwood  for  Lake  Bluff  over  the 
Chicago,  North  Shore  and  Milwaukee  Railroad, 

3:53  p.  m.  Arrive  at  Lake  Bluff.  Inspect  the  Auto- 
matic Substation  of  the  Chicago,  North 
Shore  and  Milwaukee  Railroad. 

4:53  p.  m.  Leave  Lake  Bluff  for  Milwaukee  over  the 
Chicago,  North  Shore  and  Milwaukee  Railroad. 

6:15  p.  m.  Arrive  at  Milwaukee  and  proceed  to  Hotel 
Miller. 

8:00  p.  m.  Leave  Hotel  for  the  Commerce  Street 
Station  of  the  Milwaukee  Electric  Railway 
and  Light  Company. 
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Tuesday,  November  18 
7:45  a.  m.     Take  street  car  for  West  Allis. 

6:30  a  .m.  Arrive  at  works  of  the  Allis-Chalmers 
Manufacturing  Company. 

12:00  noon  Take  special  car  for  the  substation  of 
the  Milwaukee  Electric  Railway  and  Light 
Company. 

2:30  p.  m.  Inspect  plant  of  National  Brake  and 
Electric  Company. 

5:00  p.  m.    Leave  works  for    Hotel  Miller. 
8:00  p.  m.     Take  Goodrich  Line  Steamer,  Sycamore 
Street,  for  Chicago. 

Wednesday,   November  19 

6:00  a.  m.  Arrive  Chicago.  (Send  grips  by  express, 
lot  shipment,  to  Champaign). 

8:00  a.  m.  Take  Oak  Park  Elevated  Line  at  La 
Salle  Street  Station  for  Crawford  Avenue. 
Inspect  the  Chicago  and  Nortwestern  Shops 
at  West  40th  Street. 

11:45  a.  m.     Lunch. 

12:15  p.  m.  Leave  Dearborn  Street  Station  by  Santa 
Fe  Train  for  Hydraulic  Power  Station 
Switch. 

3:10  p.  m.    Walk  to  Joliet  car  line. 

4 :  00  p.  m.  Change  at  Joliet  to  special  electric  car  for 
Matteson,  Illinois. 

5:50  p.  m.  Leave  Matteson  by  Illinois  Central  Rail- 
road, south  bound. 

8:45  p.  m.    Arrive  Champaign. 
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DEPARTMENT    OF    ARCHITECTURE 

Faculty 

Professor  L.  H.  Pro  vine 
Professor  N.  C.  Curtis 
Professor  C.  E.   Palmer 

Seniors    in    Architecture 


H.  B.  Beidler 
C.  S.  Bernard 
J.  J.  Bickel 
M.  W.  Bliss 
Wylie   Bloodgood 
c.  l.  boardman 
Jos.  Dvorak 
M.   L.   Komorosky 


H.  G.  McQueen 
S.  Omansky 
G.  R.  Postle 
M.  R.  Ransford 

A.  R.    Sedgley 

B.  Shapiro 

J.  W.  Teasdale 
B.  G.  Webb 


J.  H.  Wilder muth 


Seniors  in  Architectural   Engineering 


E.  T.  Blix 

K.  A.  Burnside 

C.  B.  Dippell 

C.  L.  Ellis 

J.  B.  Felmley 

D.  E.  Field 

L.  H.  Gallivan 
M.  N.  Garlough 

E.  J.  Guardia 

F.  S.  R.  Gurda 
D.  D.  Grover 
A.   M.  Heda 


L.  L.  Huntington 
G.  F.  Keck 
R.   E.   Lindsey 

F.  Lampert 
W.  G.  Miller 
W.  R.  Mueller 
L.  E.  Murray 
W.  R.  Plew 

G.  C.  Seibert 
E.  L.  Simmons 
H.  Sodeberg 

C.   E.    Swanson 


B.  ZUCKERMAN 


21 


DEPARTMENT   OF  CERAMICS 


Faculty 
Professor  R.  K.  Hursh 


Seniors 


A.  H.  Charles 
T.  K.  Chow 
M.   W.   Harris 
H.  A.  Huisken 


Gordon  Klein 
C.  L.  Kling 
W.  R.  Morgan 
A.  E.  Polk 


ROBT.    TWELLS 

DEPARTMENT  OF  CIVIL  ENGINEERING 

Faculty 

Professor  C.  A.  Ellis 

Professor  W.  M.  Wilson 

Mr.  E.  W.  Carrier 


Seniors 


E.  H.  Aldrich 
N.  E.  Anderson 
W.  Bernhardt 
C.  Bredfeldt 

C.  B.  Carlson 
R.  J.  Christ 

W.    T.    COLWELL 

C.  H.  Crim 

A.  F.  Dappert 

B.  E.  Davidson 
W.  H.  Edwards 
L.  P.  Gannon 
V.  L.  Glover 

F.  R.  Gridley 
H.   G.   Haake 
H.  A.  Hueber 
B.  A.  Ingwersen 
H.  H.  Jackson 
R.  F.  Kent 


P.  E.  Landgon 

A.   A.  LUNDGREN 
W.  MlDDLETON 

C.  W.  Miller 
F.  G.  Olbrich 
J.  W.  Parker 
L.  E.  Peterson 
O.  Randall 
W.  E.  Rasmus 
N.  W.  Reese 

A.  L.  Rehnquist 
E.  A.  Russell 

H.  R.  Shlaudeman 

E.  J.  Smiley 
W.  H.  Spindler 

F.  W.  Vogt 

H.  B.  Whitney 
L.  A.  Wilson 

B.  A.  Wrede 
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DEPARTMENT    OF    MUNICIPAL    AND    SANITARY 
ENGINEERING 

Faculty 
Professor  H.  E.  Babbittt 

Seniors 
M.  L.  Cotta  L.  Heidelman 

S.   Klenk 

GRADUATE  STUDENT 
A.  A.  Brensky 


DEPARTMENT    OF    ELECTRICAL    ENGINEERING 

Faculty 

Professor  E.  B.  Paine 

Professor  Morgan  Brooks 


Seniors 


J.  M.  Aubuchon 

W.  B.  Barber 

M.  C.  Boice 

H.  R.  Bosworth 

O.  G.  Brain 

R.  K.  Braunsdorff 

P.  B.  Burley 

F.  S.  Carter 

K.  H.  Cordon 

R.  D.  COUGHANOUR 

R.  H.  Dawson 
F.  B.  Doyle 
K.  H.  Gordon 
Roy  Hasenpflug 
W.  C.  Heckman 


W.  L.  Kenney 

E.  McEvers 
J.  C.  Manley 

J.  R.  McLaughlin 
S.  J.  Neiburg 
G.  V.  Ochoa 
T.  D.  Owens 
G.  L.  Randolph 
D.  A.  Rittenhouse 
A.  E.  Schmidt 
G.  H.  Simmons 

F.  H.  Smith 
C.  D.  Stahl 

W.  T.  Stephens 
C.  H.  Sturm 


A.  C.  Johnson 


H.  L.  Wright 
Juniors 

F.  D.  Spofford 
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DEPARTMENT  OF  RAILWAY  ENGINEERING 

Faculty 
Professor  J.  T.  Rood 
Seniors 
C.  D.  Doolen  F.   R.   Sheddon 

E.  G.  Elg  E.  B.  Stover 

H.  C.  Groth  G.  S.  Webb 

P.   S.   Westcott 

DEPARTMENT    OF    MECHANICAL    ENGINEERING 

Faculty 

Professor  O.  A.  Leutwiler 

Professor  A.  C.  Willard 

Director  B.  W.  Benedict 


Seniors 


J.  C.  Albright 

A.    H.    BODENSCHATZ 

J.  A.  Burke 
L.  F.   Borucki 
T.  M.  Cannon 
C.  C.  Chang 
S.  H.  Chang 
L.  W.  Charlet 
P.  D.  Close 
F.  W.  Cordon 
A.  M.  Conger 
M.  F.  Denick 
T.  W.  Edwards 

F.  J.   English 
S.  E.  Faircloth 
N.  Feldman 

0.  J.  Fleming 

G.  C.  Graham 

S.  A.  Jakubowski 
R.  B.  Johnson 
F.  H.  Koepke 
C.  H.  Kramer 


T.  Kruger 
E.  W.   Lager 
L.  Lewitan 
R.  W.  Lilley 

C.  R.  Morrison 
H.  Nolen 

O.  H.  Olson 

D.  W.  Pease 

H.    G.    PODLESAK 
O.    F.    QlJIGLEY 

R.  H.  Reece 

R.    E.    RlSLEY 

A.  Shapiro 
C.    J.    Spindler 

E.  C.   Sternaman 

R.    L.    SWEIGERT 

A.  A.  Thorsell 
W.  K.  Tsang 
G.  G.  Waddington 
M.  P.  Wager 
V.  D.  Walker 
A.  B.  Weiner 
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